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Hocus ON PROGRAMS 
m Healing Environments SU, 
Wed., August 14, 5:30 p.m. d 


AIA Chicago 
Sponsor: Architecture for Health Committee 


Ethel Nemetz, ASID, IIDA of E.N. Design 
Associates, presents the Northwest 
Community Health Care Initiative’s 
“Healing Environment Program.” The 
program serves as a model for reshaping 
traditional health care delivery into a 
holistic approach. This seminar is credited 
with three CES learning units. RSVP using 
form at right. 


E In Pursuit of Sustainability +" 
Tues., August 20, 5:30 p.m. ENS 


AIA Chicago 
Sponsor: Committee on the Environment 


Immediately following a 5:30 p.m. busi- 
ness meeting, members of the committee 
discuss how they incorporate sustainability 
practices into their firms. For information 
on making a presentation, call Carol 
Schlensker, AIA at 312/408-1661. The 
program is credited with three CES 
learning units. RSVP using form at right. 


E Urbs in Horto: The Cultural 
Creation of the Natural World 
Wed., August 21, 5:30 p.m. 
Chicago Cultural Center 

78 E. Washington St. 

Sponsor: AIA Chicago 


Kevin Harrington, Ph.D. of the Illinois 
Institute of Technology, and Geri Weinstein 
of Geographies Ltd. discuss relationships 
between the built and natural environment. 


“Ingenious Solutions" exhibit. Using 
everyday materials, the children become 
architects for a day, making simple shapes 
to use in more complex architectural 
forms. These elements will be used to 
create a hypothetical living environment. 
For information, call the CAF at 312/922- 
3432. 


m Developer Olympics: کې‎ 
Project and Construction 
Management 

Wed., August 28, 6:00 p.m. 

AIA Chicago 

Sponsor: Real Estate Committee 


The Real Estate Committee continues their 
10-month program in development strate- 
gies with Katheryn Hansen, vice president 
of Stein & Co., and Jack Lucani, of MCL 
Development. The program is credited 
with three CES learning units. RSVP using 
form at right. 


El Back to School 


On September 4 at 5:30 p.m. get ready for 
school with the Education Committee's 
Adopt-a-School initiative. Learn how your 
firm can participate. 


E Design Excellence Awards Dinner 


Join the board of directors of ATA Chicago 
at 7:00 p.m., Friday, October 4 to honor 
the city’s award-winning architects and 
designers. Watch your mail for details! 


Bi Ingenious Solutions for Living In 


Sat., August 23, 10:00 to 11:30 a.m. 
Chicago Architecture Foundation 
224 S. Michigan Ave. 


The AIA co-sponsors a children's work- 
shop run by Victor Simmons, the Chicago 
Architecture Foundation's education 
curator, and Peter Exley, AIA with 10 
architects whose work appears in the 


“90642, 
4 A majority of ATA Chicago's 
é IR |y Programs are credited with 

o 9º CES learning units. To receive 
credit for attending, remember to sign in 
and include your ALA membership num- 
ber. For more information, call Joan 
Pomaranc at 312/670-7770, or the CES 
hotline at 800/605-8229. 
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AW Sign Me Up! 


Г] 8/14 Architecture for Health Committee: 
Healing Environments 


8/20 Committee on the Environment: In 
Pursuit of Sustainability 


8/28 Real Estate Committee: Project and 


Construction Management 


Name 


Office 


Address 


City 


Phone 


Fax 


All programs listed above are free or as 
noted for AIA Chicago members; $10 for 


non-members. 


Method of Payment 
O Check 
American Express 


Visa 


Mastercard 


Credit Card No. 


Expiration Date 


Name on Card 


Signature 


Mail or fax to: 


AIA Chicago 


222 Merchandise Mart Plaza, Suite 1049 


Chicago, Illinois 60654 
Fax 312/670-2422 


e 
© 
c 
[#2] 
aucust 1996 Щ@ 


For Lease 
EAST ZION INDUSTRIAL CENTER 


605 E. 27TH STREET e ZION, ILLINOIS 60099 


27 ACRES * 483,000 SG. FEET 


FOR FURTHER INFORMATION, CONTACT: Donald S. Craig, Licensed Real Estate Broker 
411 Craig Court, Mt. Prospect, Illinois 60056 e (847) 364-7616 * Fax (847) 364-1398 
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* CEILING HEIGHT: 18'0" * ELECTRIC: 480 Volts * OVERHEAD DOORS: 31 
REAL ESTATE TAXES PAID BY OWNER 
Heat (Gas) Provided by Building Owners * Rail Service to the South End of the Building 
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Self-Certification Seen 
as Blessing and Curse 


As a Building Department program for the seli-certifica- 
tion of building plans seems inevitable, architecis are 
concerned about its impact on their practices. At the 
düne board of directors meeting, questions of liability 
dominated a discussion of the citys proposal. 


Many board members seemed to concur with Stephen 
Kliment, editor of Architectural Record, when he wrote 
in May that “outsourcing [the certification of plans by 
building departments] introduces risk on a big scale— 
to the professional and possibly to the public. ... Every 
time they certify a project, A/Es would put their licenses 
in jeopardy, and risk being sued for certifying non- 
complying elements in the plans.” 


According to Building Department officials, the pilot 
program would allow licensed architects and engineers 
to submit plans and obtain same-day permits for simple 
new buildings and alterations where no change of occu- 
pancy or change in fire exits is intended. They estimate 
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Chicago Landmarks Commission 


that self-certification will reduce the number of building 
permit examinations by as much as 40 percent, without 
affecting life safety issues. Assembly, institutional and 
mixed occupancies would not be eligible for self-certifi- 
cation during the pilot program. However, according to 
the Building Department, self-certification may later be 
extended to larger and more complex projects. 


Proposed Conditions of Self-Certification 
1. Illinois licensed design professionals may choose to 
self-certify or to receive a traditional plan review. 


2. Architects may request a preliminary review of proposed 
plans with the Building Department and the Mayor's Office 
for People with Disabilities. As part of the review, they can 

receive a record of interpretations and conclusions. 


A Great Offer from the 


#1 Encad Dealer in the U.S.! 


“36 Month EM.V. Lease 


8 


A Complete Supplier 
of CAD Plotters & Media 


charrette 


Solutions for Design Professionals 


NEW ENGLAND e NORTHEAST e MIDWEST 


ENCAD 
CADJET 2 


COLOR INKJET PLOTTER 


Best Color/ CAD Plotter 

Value on the Market! 

e Fast, monochrome plotting 
...only 5 min. per plot! 

e Great for spot-fill color! 


e Roll-feed for unattended 
operation. 


Complete with Stand $ 3695 


Call Today! 
PHONE: 800-367-3729 
FAX: 800-626-7889 


The apartment buildings designed by Ludwig Mies 
van der Rohe at 860-880 N. Lake Shore Drive, 
photographed here by Richard Nickel in 1951, are 
two of the many structures AIA Chicago members 
are supporting for landmark designation. 


3. Design professionals and owners will sign a legal 
statement obligating themselves to abide by corrections 
which may be required by the Building Department. 


4. The Building Department will audit approximately one 
out of four approved plans and inform the owner of 
required corrections within 30 days. Required correc- 
tions to plans must be submitted within 10 working 
days of receipt of notice. 


5. Construction work will be inspected on a regular 
basis and corrections may be required. 


6. Design professionals who exhibit repeated negligence 
of the building code may be barred by the building 
commissioner from the self-certification privilege. 


This program mirrors New York City’s self-certification 
process which, according to sources at AIA New York, 
has been favorably received since it began two years 
ago. However, comparisons between the two cities are 
weak. Although AIA Chicago members become frus- 
trated by our Building Department's turnaround time, in 
New York it was not unusual to wait two years for a 
building permit. 


As of press time, Building Commissioner Cherryl 
Thomas was scheduled to meet with the board of direc- 
tors on July 23 to present a final version of the self- 
certification program. Call the Chapter office at 
312/670-7770 for an update or check in at 
http://www.aiachicago.org. 


Chapter Members Testify on Behalf 
of Potential Landmark 


On June 5, Stephen Saunders, AIA, president-elect of 
AA Chicago, testified before the City Council's 
Committee on Historical Landmarks Preservation in 
support of landmark designation for 860-880 N. Lake 
Shore Drive. Saunders read a statement on behalf of AIA 
Chicago. Other Chapter members who added their 
support to the designation included: Dirk Lohan, FAIA, 
Helmut Jahn, FAIA and Jeff Boyle, AIA, commissioner of 
development and planning. Completed in 1951, 
860-880 N. Lake Shore Drive was designed by Ludwig 
Mies van der Rohe. 


Task Force Pushes Board of Ed for 
Status Report 


A Chapter task force, created to confer with the Board of 
Education during the architect selection process for a five- 
year capital improvement plan, met with Larry Justice, 
director of capital planning, on June 25 for an update. 
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Newsbriefs AIA Chicago's home page. This [г == 
fall, the Web site will feature the = = 
1996 Design Excellence Awards. 


Continued from page 5 
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Whatis the AIA? Chapter Information 
Joining АЈА Chicago Calendar of Eveats 
1986 Lecture Series Nows & Noteworthy 


Special Events and Presentations . . . 


Perceptiy 


f INGESTOUS LUTIONS! 


According to Justice, the Board received 172 responses is not known. The task force intends to work with the : 

to a Request for Qualifications (RFQ) issued in March. Board to avoid these problems in future projects by ааа ə. 

Of those, 147 A/E firms have been pre-gualified for advocating more appropriate schedules for design and Bale icing sa дейме, İİ Асс Bakora Şarlaq 

projects. Forty-eight firms have been hired already, construction. Big aur Oram || asma Pe AA 

including four for new schools, nine for school addi- — R Surfing Chicago Architecture . . 

tions, and 25 for school annexes. in addition, 15010 Larry Justice will update the membership at large on AA Dice fuas Heh lə 

200 rehabilitation projects are expected in the near Ter atol 28 84:00. at USG Interiors. "ma and Sud lice 5 

is 222 W. Hubbard St. A question-and-answer session will E 
immediately follow his presentation. Y- Е 

The Board issued an RFQ for a program management E a 

 U VUV,? ÜÜ”. 125: NCARB to Change Exam boundaries and can apply for initial registration with any 

program manager will function as the Board of The National Council of Architectural Registration board and take the test in any test center 

Education's representative for projects beginning in year Boards (NCARB) has announced changes to the Based on field tests, the current Division C Building 

two of the capital improvement program. Architect Registration Examination (A.R.E.) as a result of Design exam will be broken into two parts: Building 

Ina discussion that followed Justices briefing, AA field tests on its new computer-administered exam. Planning and Building Techno ogy. The Building 

Chicago task force members expressed concern over the ^ Beginning in February 1997, the A.R.E. will be offered Planning division will contain three vignettes—Block 

fact that some A/E firms, working on “first wave" year-round, six days a week at a network of national test Diagram, Schematic Design and Interior Layout. The 

projects with compressed time frames, are doing so centers. Candidates can take the exam in any order on Building Technology division will contain six 

without signed contracts. In some cases, the firm's fee any day and not schedule all divisions within a short vignettes—Structural Plan, Building Section, no 

has been defined as a certain percentage of construction time frame as was done with the now extinct paper-and- Mechanical and Electrical Plan, Roof Plan, Stair Design 

cost, but the Board of Education's budget for the project pencil test. Candidates will not be limited by political and Accessibility Ramp. 
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Rodney Wright 


NCARB has also renamed each division of the A.R.E. for 
simplicity. Candidates who have passed previous 
versions of the division will not be required to retake 
any division under this new naming system. For infor- 
mation on the new testing system, call NCARB at 
202/783-6500. 


In the first three weeks of its existence, AIA Chicago's 
Web site (http://www.aiachicago.org) received approxi- 
mately 300 “hits,” and is becoming one of the most 
important outreach vehicles for members. At its incep- 
tion, the site featured Chapter activities, membership 
information, links to national sites, and a special section 
on “Ingenious Solutions,” the residential design exhibit 
co-sponsored by AIA Chicago and the Chicago 
Architecture Foundation. The site is updated regularly 
with legislative bulletins, feature articles from Focus, 
and specifics about the Chapter's special events. This 
fall, AIA Chicago will create a virtual exhibit featuring 
entries to the 1996 Design Excellence Awards. To link 


your firm's home page to AIA Chicago's, call Mark 
Crossley in membership services at 312/670-7770. 


On July 1, AIA Chicago began charging a $10 fee to 
non-members for programs offered through the Chapter. 
The fee is not intended to exclude anyone from 
attending an AlA event but to emphasize that this a 
member-supported organization. The fee allows 
members and non-members to share in the cost associ- 
ated with holding events and programs. If you have 
questions about the new fees, call Joan Pomaranc at the 
Chapter office. 


On June 18, Rodney Wright, FAIA presented his 
research on thermally efficient environments to approxi- 


mately 40 AIA Chicago members and guests. In his 
presentation, Wright emphasized the inherent responsi- 
bility of licensed architects to champion the public's 
health, safety and welfare As such, indoor air quality, 
daylighting, non-toxic materials and appropriate color 
selection should be provided by the architectural profes- 
Sion in order to create healthy environments. 


"Healthy and thermally efficient buildings should be 
designed not because the clients want them, but 
because the architect feels this is the best way to design 
buildings," said Wright. 


As part of his research, Wright has come to understand 
how the human mind seeks a color balance. Due to this, 
he says, a building occupants comfort level is influ- 
enced by the color selection of the immediate indoor 
environment. Wright recommends that architects 
become familiar with the Natural Color System, which is 
required in Sweden for practicing architects. 


Rodney Wright, FAIA may be contacted at Rt. 4, Box 
175A, Osseo, WI 54758; 715/597-2300. 


Let us help you visualize your ideas 


from Sketches, Plans or dxf 


Architectural Renderings, 
Presentation Media from 
2-D, 3-D to CD-ROM 


i 300 West Adams Street 


T Suite 700 


Chicago, Illinois 60606 
Contact: Eric Brightfield 


312.726.0818 


Fax 726.1118 
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Special Delivery 


Due to the increasing complexity of capital improvements to school buildings, 
many school districts have been turning to construction management as a means 
of completing projects successfully. Legat Architects has experienced this change 

directly with a project for a Mount Prospect School District (pictured above) for 

the construction of two new 600 student elementary schools and demolition of 
two existing schools for a restricted project budget of $13.5 million. 


During the construction document and bidding phase, Legat Architects worked 
with the construction manager to review detailing options, value engineer differ- 
ent product options and review qualifications and references of bidders prior to 
award of contracts for construction. In addition, with the construction manager 
the firm was able to assure that the school district received identical equipment 
and finishes in the two schools which will lead to long-term operations and 
maintenance simplicity. 
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Mark Ballogg, 


A New Handbook 
Educates Architects 
and Clients 


The following excerpt briefly summarizes 
eight basic options available to owners, 
architects, contractors and construction 
managers as they organize the work of 
undertaking a building project. The 
source for this material, Handbook on 
Project Delivery, developed by the AIA 
California Council, includes extensive 
information that is organized to permit 
ready comparisons between options. 


hen hiring a team to 
design and construct a 
building today, there 
are many different 
ways to structure the 
work. Within the 
building industry, 
conventional methods 
are being challenged by 
clients and consultants alike in attempts 
to save time, spend less money, reduce 
litigation, create less conflict or heighten 
the building’s quality. While minor 
variations make each working arrange- 
ment unique, the major differences fall 
into one of three categories: traditional 
methods, construction management and 
design—build. 

Each of these project delivery 
options—that is, how the various 
individuals organize their participation 
and responsibilities to complete a 
building project—creates certain 


Greg Cook, AlA, associate partner at Holabird & Root LLP, 
believes that for his firm's larger projects—such as this 
IBM Mid America Employees Credit Union in Rochester, 

MN—the traditional negotiated select team method is the 

most efficient. He points to the critical relationship the 
firm builds with local contractors. 


"We recognize the importance of using the contractor's 
expertise in pricing, availability of materials, and con- 
struction methods during the construction document 
phase. The contractor understands the local market and 
local conditions. He provides a second pair of eyes for 
the construction documents,” Cook says. 
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advantages and has potential limitations. 
In the case of each project, the relative 
merits of the employable delivery systems 
must be evaluated. The methods can be 
characterized by various means, most 
clearly by the number of central players: 
design-bid-build and negotiated select 
team have three, construction 
management three or four, design-build 
two, and bridging three. This executive 
summary outlines the key characteristics, 
phases, uses and relationships that 
distinguish one project delivery option 
from another and that are described 
extensively in the subsequent chapters of 
the Handbook on Project Delivery. 


GET TST E SONE 
Traditional Methods 


Most building projects follow a 
traditional model in which an owner hires 
an architect at the beginning of the 
process to develop a design and prepare 
the documents needed to build it. 
According to convention, the owner also 
hires a general contractor under a separate 
contract to construct the building. The 
owner has a separate contract with each 
of the two parties who then act in the 
owner's interest. The architect is paid a 
fee proportional to the services delivered, 
while the contractor's compensation is 
typically built into the cost of 
construction. Because it is the most 
frequently employed option, design- 
bid—build begins the survey of project 
delivery and serves as a reference point 
for all other methods. Negotiated select 


team, on the other hand, has the same 
contractual relationship as 
design-bid-build, but the contractor 
comes on board much earlier in the 
project and the process is much less 
formal. 


Design-Bid-Build 


The most common form of project 
delivery, design—bid—build is 
characterized by its three phases, by its 
independent con-tracts between the 
architect and the owner and the contractor 
and the owner, and by the linear 
sequencing of the work. There are three 
prime players: owner, architect and 
contractor. 


Negotiated Select Team 


This delivery option, sometimes 
called design-assist, has evolved from 
design-bid-build in which there are 
separate contracts for design and 
construction. At the beginning of the 
project, the owner selects an architect and 
a contractor with whom fees are 
negotiated. The three prime players, 
owner, architect and contractor, work 
together cooperatively from very early on 
in the design process. 


LEES С 
Construction Management 
Construction management is a broad 
term covering a variety of project delivery 
scenarios in which a construction 
manager is added to the building team to 


oversee such elements as schedule, cost, 
construction, project management or 
building technology. A construction 
manager (CM) may be trained in that 
field or may be an architect, contractor, 
engineer or developer; however, 
construction management is not a 
licensed activity in most states. CMs can 
serve in different capacities with varying 
degress of authority, depending upon how 
the project is structured. A fee is paid to 
the construction manager relative to the 
services to be performed, which range 
from advising during a particular phase of 
the building process to acting as the 
owner’s agent in all matters. Construction 
management is ap-propriate for both 
public and private projects that are 
relatively complex, for which budget or 
schedule must be closely monitored, and 
those requiring extensive coordination of 
consultants or subcontractors. 


Construction Manager as Advisor 

This project delivery option is 
characterized by the additional consultant 
brought to the building team, a 
construction manager who acts as an 
advisor to the owner. The authority given 
the CM-advisor varies, but the architect 
and contractor generally maintain their 
conventional roles. There are four prime 
players with this method: owner, 
construction manager, architect and 
contractor. 
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Special Delivery 
Continued from page 9 


Construction Manager as Agent 


This delivery option is characterized 
by the addition of a construction manager 
with powers of the owner, allowing the 
owner to step back from the project. Like 
advisory CMs, those acting as the 
owner's agent are hired for their expertise 
in construction, technology, costs, 
scheduling and constructability. Because 
CM-agents assume financial authority for 
the project, they must also have 
experience managing all fiscal aspects of 
a project. There are four prime players: 
owner, construction manager, architect 
and contractor. 


Construction Manager as 
Constructor 


In this delivery method, the 
construction manager is hired prior to the 
completion of design to act as the project 
coordinator and general contractor. 
Compared to other options, this method is 
contractually similar to design-bid-build, 
has the advisory benefits of CM-advisor, 
and involves the early cost commitment 
characteristic of design-build. The CM- 
constructor may be hired by bid to deliver 
the building for a guaranteed maximum 
price or by creating multiple bid 
packages. In either case, the construction 
manager assumes all the liability and 
responsibility of the general contractor, 
which explains why the method is also 
known as construction manager at risk. 
There are three prime players: owner, 
architect and construction manager. 


Kl 
Design-Build 

Design—build is a form of project 
delivery in which owners contract with a 
single entity, the design-builder, to 
provide both design and construction 
services. The design-build entity may be a 
single firm, a consortium of experts or a 


1996 


joint venture undertaking. Typically, the 
team includes an architect and a 
contractor, who may be partners in the 
undertaking or one a subcontractor to the 
other. Although contractors more 
commonly head the design—build team, 
architects who maintain necessary bonds 
can also serve this function. Principal 
advantages of design-build are the single 
point of responsibility and the potential to 
collapse otherwise independent phases 
and therefore save valuable time. It should 
be noted that design-build is not legal for 
public work in some states. 


Design-Build 

Design—build is characterized by the 
single point of responsibility for the 
project. The design-build entity is 
responsible for both design and 
construction services under one contract, 
so there are just two prime players: the 
owner and the design-builder. This 
method is the most commonly employed 
form of design—build. 


Design-Build by Developer 

The design-build by developer 
delivery option incorporates the functions 
of design and construction, but in addition 
the design-build entity takes on some 
responsibilities of real estate development. 
Also know as turnkey construction or 
sale-lease back, this method is 
characterized by the legal transfer of title 
to real property. It is distinct from 
speculative development because an 
owner initiates the process and contracts 
for services with the design-build 
developer. There are two prime players: 
the owner who initiates the project and 


Why should an architect be a 
developer? According to 
George Pappageorge, FAIA, 
whose firm designed and 
built the Union Pier Cottages 
in Michigan, there are many 
very good reasons. 


He advocates for architects to 
become part of the develop- 
ment process because he 
believes it is one of the 
simplest ways small firms 
can make the most of their 
practices. However, he 
warns, taking on design- 
build also means giving up 
the checks and balances of 
the more standard delivery 
methods. 
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will purchase it upon completion, and the 
design—builder. 


Bridging 

Bridging is characterized by the 
merging of design-bid-build with 
design—build. With bridging, the owner 
hires an architect to define the preliminary 
design and performance specifications of 
the project, and serve as the owner’s 
representative during the length of the 
project. After arriving at a well developed 
proposal, the documents are used to solicit 
bids from design-build entities to execute 
the project. The design—builder completes 
the design documentation, acting as the 
architect of record, and after a final price 
review, construction begins. There are 
three prime players: the owner, owner’s 
architect, and, later, the design—builder. 


To order the Handbook on Project Delivery, contact 
AIA California Council, 1303 J St., Suite 200, 
Sacramento, CA 95814. 916/448-9082; 916/442- 
5346 (fax). E-mail: AIACC@aol.com. Reprinted 
with permission from AIA California Council. 


Architectural Services 
Enhancement, Inc. 


901 North Elm Street 
Suite 100 

Hinsdale, Illinois 60521 
(708) 323-8431 
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Dennis Kapustka 
Richard Lehman 

J. Michael Meissner 
Mike Velko 


“A permanentstaff providing contract 
documents and related services to 
architects” 
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Cover 6: Above: 
Project: Woodbury Jewish Center 
Woodbury, New York 
Architect : Specter Groupe 


Project: Westbrook Church 
Delapield, Wisconsin 
Architect: World Architects 


Project: Henderson County Justice Center 
Athens, Texas 
Architect : Wiginton Fawcett Hooker Jerpry 


Project: M&M Concrete Products Headguaxters 
Harrison, Arkansas 
Architect: Jepp Laur & Associates AIA 


Project: Jacobs Field at Gateway Ѕтадшо 
Cleveland, Ohio 
Axchitect : H.O.K. Architects 


Project: Private Residence 
Shallow Lake, Ontario, Canada 
Architect: J.E.S. Design Incorporated 


Project: Menooee Falls Fire Station #4 
Menomee Falls, Wisconsin 
Architect : FıschereFıschereThels,Inc 


Project: Maumelle Residence 
Little Rock, Arkansas 
Contractor: Strictly Landscaping 


Project: PERSTORP 
Plymouth, Michigan 
Architect : Ghararı Associates, Inc. 


Project: Cantabria 
Guatemala City, Guatemala 
Architect: Solares & Lara ARQUITECTOS 


Project: Dance...By Gloria 
Broadview Heights, Ohio 
Architect : Geary, Moore, & Ahrens, Inc 


MınısTIRIuM fuer Wirtscharr und Verkehr 
Wiesbaden, Germany 
Axchitect: BangerT, Jansen, Scholz u. Schultes 
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Project: Private Residence 
Sydney Australia 
Rcbrrect. : Luigi Rosselli 
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| Illinois m e məl ÁSSOCIAT ION Park Ridge, IL 60068 • (847) 297- vom 


Meobers Participating Associates 


| 


Bend Industries- b. h Mee & Son Arkalite of Illinois 
ght aggregate) 

m 0380/1269 Golf 8136 Özden Ave/P.O. x 1567 

Ro 


Westt Memphis, AR 72303 


| Gightwei 


ad 1 
Des Plaines. П 60017 Lyons, IL 60534. | 501-735-793 
847-296-7151 847-447-6662 


P.O. Box 9 Northfield Block [1087 -665- 
Butler, WI 53007 Company 


312-782-5379 509 Rowell | | Building Stone Products 
Joliet, IL 60433 | 157 2: 
815-372-9391 E oute 83 ani th Street 

Chicago Block & | Temon TL 60439 

P.O. Box 388199 Northfield Block | 708*-257-9220 


Brick Company 
Chicago, IL 60638 Company 


708*-458-8130 717 Parkwood Ave. | W.R. Grace/Masonry 


Romeoville, П 60441 Products 
Cean Colon Block 815-965-0537 


Rockford, IL 61104 


Elston. Block 815-965-0537 | Halm Building Specialties 

1430 N. Elston _ (Local representative for 

Chicago, IL 60622 Trenwyth Industries | Huls America Inc.) 

312-489-2423 208 EE D m. 7: is 
25 | 708-354-8220 


16030 Park Avenue : 7 Harris Specialty Chemicals, 


Harvey Cement 61080  . 
Products 815-389-3003 


| Harvey, IL 60426 valle Block & | Ine. 
` 708-333-1900 


Bracing Systems, Inc. 

Bend Industries Northfield Block || (Flashing. graffiti removal, 

Box 178/2929 Paradise Company | insulation, wire, rebar. 

West Bend. WI 53095 One Hunt Court anchors, admixtures, mason 

414-338-5700 Madelein. IL 60060 | contractors" supplies) 
847-816-9000 PO. Box 69 

Best Block овы | Bloomin di IL 60108 


“(Flashing, admixtures, insula- 
08 Боор So Plana C 
208 eoples street Rockford Cement arklanı 
Rock tora, TE 61108 Products | Milwaukee, WI 53223 
815-965-0467 315 Peoples Ave. | 800-558-7066 


|| (Thoro/Enviroseal, masonry 
PUDE. Coombs . stains, and water repellents) 
Road | 673 Aspen Drive 

Elgin, IL 60123 Buffalo Grove, IL 60089 
847-742-6344 847-459- 6079 


Huls America, Inc. 

(Masonry stains and water 
repellents/ 59) locally 
ə pa 55 Spec.) 


Е "İL. 61401 
309-344-2185 


Hydraulic Press Brick 
Ön ht Agg ) 
ightweight Aggregate) 
P.O. Box 7 S 
BS IN 46111 ‘ 
317-831-0710 2 
Antioch, IL. 60002. 
Illinois Products Corp. 84739571 10. 
(Flashing, expansion joint 
material, admixtures) 1 
1030 Atlantic Drive | 
West Chicago, IL 60185 
708*-231-1122 


L&M Construction 
Chemical (water repellents) 
2 
Algonquin IL 60102 
673 


Minergy LWA 
ВО 25 eee ene) 


4142214100 


Nawkaw Corporation 

(Permanent staining of new or 

old brick, block, or mortar) 

50 Eisenhower Lane North x 1 23 
Lombard, IL 60148 Burnsville, MN 3 
708*-627-4494 612- 892-7305 ` 


* Area codes will be 630 as of 
5/3/96 


HBookshneir 


Handbook on Project Delivery 

(ed. Gordon Chong, FAIA, chair ADAPT 
Program, AIA California Council, 

1996, 150 pages. 850 AIA members; 

$70 non-members.) 


Reviewed by Jonathan Fischel, AIA 


Completing a building, with owner, 
designer, builder and, in some situations, a 
construction manager in tow, 1s a complex 
project with numerous alternatives for 


delivery. Today, the traditional method of 
design—bid—build is but one of three major 
project delivery types that can be broken 
down and expanded into eight different 
models. 

AJA California has published the 
Handbook on Project Delivery to help 
architects, and possibly their clients, 
understand the intricacies of the 
traditional methods, construction 
management, design—build, and their 
variations. The Handbook is a road map; 
it presents the characteristics of each 
method, including contractual 
relationships, appropriateness, and 
responsibilities of the parties. 

Rather than dictating a solution for a 
specific building project or owner type, it 
analyzes the advantages, disadvantages, 
strengths and weaknesses of each option. 


Division 7 


Architectural Representative 


( 


708.668.1551 
Telephone 
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Koppers Industries 


Coal Tar Built Up Roofing Systems 
e Fume Recovery System-FRS 6000 
e Proven Materials 

eQuality Manufacturer 

e Warranty 


COATING SALES LTD. 


Representing Manufacturers of Quality Construction Materials Since 1977 


708.668.1672 


Facsimile 


Ludowici Roof Tile 


Clay Roof Tile Systems 

e Historic Preservation 

e Proven Materials 
eQuality Manufacturer 
eFine Home Construction 


Long-term, Effective Solutions to 
Your Roofing Needs 


The “Matrix of Project Delivery 
Methods" featured in the executive 
summary identifies how well each method 
is perceived from the perspective of 
owner, architect, contractor and 
construction manager based on issues of 
quality, schedule, cost control and legal 
liability. 

For each method, the Handbook on 
Project Delivery examines the following 
aspects of a project: 


pre-design services 

project management 

program goals and requirements 
constructability and technical input 
cost estimating and control (including 
contingency planning and change order 
COStS) 

scheduling and phasing 
architect/contractor checks, balances 
and communication 

e disputes and their resolution 

project quality requirements 
insurance requirements 


All in all, the Handbook is very well 
organized, with diagrams and charts to 
assist visually oriented architects. It has 
opened my eyes a little wider, and 
allowed me to learn more about the 
choices under consideration by our 
clients. In fact, the writing is clear enough 
that this book could be shared with an 
owner to help him or her decide on a 
delivery method. It is an excellent 
resource that I recommend be utilized in 
negotiations with owners and in 
preparation for discussions related to 
project delivery selection. The Handbook 
is not a design or coffee table book, but it 
is a valuable addition to a firm's 
management library. 


Jonathan Fischel, AIA is a founding principal of 
Yas/Fischel Partnership in Evanston. He chairs AIA 
Chicago's Office Practice Committee and is a mem- 
ber of the board of directors. 


See page 10 for ordering information. 
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When you need 1 
or 1,000,000 blue Ni 
prints, or any other 
quantity... 


MOSSNER’S 15 State-of-the-Art 
Blue Print-White Print Machines 
at One Location Produce Them 
Fast, Fast, Fast 


Speed, quality and More than 50 mes- 
dependability...these ѕепдегѕ plus radio- 


NO JOB TOO LARGE characterize Mossner's dispatched pick-up and 
NO JOB TOO SMALL “blue print” service delivery vehicles assure 


since 1922. the fastest possible ser- 
For more than 60 vice, including depend- 
BLUE LINE, BLACK LINE, years, Mossner has able print distribution to 
BLUE PRINTS AND provided the latest and consultants, contractors 
SEPIA REPRODUCIBLES fastest state-of-the- and clients. 
art, high-production And that goes for any 
equipment. quantity you may require. 


MOSSner 372-8600 


THE REPRODUCTION PEOPLE e LARGEST IN THE MIDWEST 
Mossner Building ə 137 North Wabash at Randolph (across from Marshall Field's), Chicago, IL 60602 


[ИП Fast one-source service for all of your reproduction requirements 
innnn i PHOTOMECHANICAL SERVICES OFFSET PRINTING 


+ STAR-REPRO a Dratting * Autopositives * Xerox 2080—24" * Specification sheets and booklets 
eme e poa * Scissor drafting * Shacoh 36—36" + MAGI-COPY” fast printing service 


overlay and team drafting — . Photo drafting translucent vellum or 
* Precision camera work * PencilTone я Mylar intermediates, and — ideal 00 and 
up to 48in by 72 ın reproductions paper printsreduced:or engineering specifications 
pL A AA AŞ 


enlargements and + Xerox 600 enlargements enlarged 


reduction to 10 times from 35mm microfilm BLU E PRINTS, 


105mm and 35mm MICROFILM SERVICE WHITE PRINTS, 
DRAFTING SUPPLIES AND SEPIA INTERMEDIATES 
FURNITURE ON PAPER OR MYLAR 


WE DO IT ALL UNDER ONE ROOF 
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Matthei & Colin Associates 


Reinstating AIA from AIA Baton Rouge; Charles Mattson from AlA 

Timothy Desmond, The Linpro Company; Walter Dayton; Michelle Molnar from AIA Los Angeles 
AIA Eckenhoff, Eckenhoff Saunders Architects, Inc.; Carl R əz 
Erol Altay, BCA Architects; Marvin Brooks, Village of Moskus, DeStefano & Partners; Michael Poynton, Professional Affiliate Members 
Glenview; Nicholas Bruno, Shayman Salk Arenson Perkins & Will; Michael Semenzin, Cornerstone Cynthia Lathrop, Concept Resources, Inc. 
Sussholz; Larry Dohrer; Jorge Fajardo, Fajardo & Architects, Inc.: Walter Street 
Fajardo, Ltd.; Charles Fill, Ullman & Fill Architects, 
Ча; Gary Fowler, GLF Architect, Lid.; Gregory Associates Ed Deam, AIA, professor of architecture at the 
Geslicki, Skidmore Owings & Merrill LLP; Todd Young Chai, Hanna Design Group, Inc.; Shash University of Illinois at Chicago (UIC), has been named 
Halamka, Skidmore Owings & Merrill LLP; Alan Chitnis, The Consulting Engineers Group, Inc.; Daniel one of 11 UIC faculty members to win the university's 
Halvorsen, Bruce Gregga Interiors, Inc. Jerry Hamen, Mazeiro, Development Solutions, Inc.; Iwona Mroz, Amoco Silver Circle Award for excellence in undergrad- 
Jerry W. Hamen Architect, Inc. Jason Kabella; Brian Daniel Wenberg, CE Design, Lid. uate teaching. Silver Circle winners are chosen by a vote 
Kronewitter, Wight & Company; Randolph Liehelt. " " of graduating seniors. A recipient of AIA Chicago's 1995 
John Lind, Walgreens Company; Katherine Moore, Interim Associates Distinguished Service Award, Deam has taught studio 
Hansen Lind Meyer; Steven Sider, InterSystems, Inc.; David Chacon, Skidmore Owings & Merrill LLP; Kelly design since 1965 in UIC's College of Architecture and 
Jeffery Sprout; William Steed, | egat Architects; Dougherty, Patrick Architectural; Anthony Rowe, he Arts and has practiced architecture in Chicago for 
Helen Wiseman, Village of Glenview; Craig Builders Development & Associates; Shane Schneck, nearly 40 years. He specializes in the design of judicial 
Zachrich, Craig Zachrich Architect Skidmore Owings & Merrill LLP facilities, including the North Dade Justice Center in 
Emeritus ALA Transfers iami and the Portland Justice Center in Oregon. 
Robert Babbin; Arthur Stevens Allan Gold from AIA Northeast Illinois; Leonard Hilary Lohan Associates recently announced the following 


promotions: Joe Dolinar, AlA to associate principal; 


AIA Chicago 401(k) and 
Profit Sharing Association Plan 


IRS compliance is a key factor in the cost of 
pension plan administration costs. 
By combining smaller firms together in a 
larger group, the costs will be lower. That is 
exactly what the AIA Chicago 401(k) and 
Profit Sharing Association Plan did. Euclid and 
Sandners& Emering developed a plan that will 
low smaller employers to offer the same 
opyións зе larger counterparts. The 
Sa annual charges are the following: 
1 $500.00 per firm 
$33.50 per participant 


testing, investing, reporting, bookkeeping... 
For more information, please contact : 


We have Big Plans Jim Lorenz at 708 833-1000 


e Euclid Insurance Agencies, Inc. 
for you r S all Fi r 977 Oaklawn Avenue, Elmhurst, IL 60126 
> 
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David Fleener, AlA, Nevin Hedlund, AlA, Karen 
Lindblad, AIA and Basil Souder, AIA to senior asso- 
ciates; and Michael Patten, AlA to associate. 


sites. When this retrofitted, 25,000-square-foot facility 
is completed, it will serve as an administrative hub, 
house popular programs, and provide a complete day 


The Buffalo Grove corporate 
offices of the Indeck Corp. 
as designed by OAI. 


On June 12, Christ Hospital and Medical Center in Oak 
Lawn formally named their new 112,000-square-foot 
children’s hospital Hope Children’s Hospital. Matthei & 


Rcc 


care facility. Two large multi-purpose banquet rooms are 
also featured in the design, with a full kitchen to serve 
gatherings of up to 150 people. 


Colin Associates of Chicago designed the $25 million, 
five-level structure with precast concrete and precast 
masonry, allowing for future horizontal and vertical 
expansion. The facility is designed to be a “family- 
centered care” hospital. All rooms are private and 
designed to allow parents to stay overnight and medical 
procedures take place in specially designed treatment 


Graham, Anderson, Probst & White has appointed 
Mark Ladd as director of business development. Ladd 
joins the firm from STV Inc., where he was business 
development manager for the Midwest. Florian Architects has been awarded contracts for retail 
prototypes for United Audio Centers, Hyde Park Bank, 

and Virtropolis, a virtual reality entertainment facility 


and retail store. In addition, the firm will complete 110 


Robert Halvorsen and Tim Scott Kaye, AIA have 
formed Halvorsen & Kaye/Structural Engineers, P.C. 


Based in Chicago, the firm offers independent structural А rooms so the patients room becomes a safe haven for 
pi A stores for CellularONE by spring 1997. | 

engineering services to public and private clients world- the child. 

wide. Construction on an estate home designed by James 


McClier Corp. has been retained as the consultant by 
the Chicago Sun-Times for its new Chicago-area printing 
facility. The consulting program includes pre-design 
planning work as well as the design of a new, state-of- 
the-art offset press facility. In addition, McClier is 
assisting the newspaper with site selection. The project 
has been slated for completion by mid-1998. 


March Goldberg, AIA and Mark Downey, AIA of 
Goldberg Downey Architects Inc. is expected to begin 
in 1997, after the firm’s design won unanimous approval in 
April from the Lake Forest Building Review Board. The 
30,000-square-foot English Manor mansion will be built 
on five acres of Lake Michigan riparian property. Clad in 
Lannon stone with limestone trim and slate roofing, the 
home includes 39 rooms, 17 bathrooms and 8 fire- 
places. 


Mark Hinchman, AIA has received a Scholarship for 
Advanced Study from the AlA/American Architecture 
Foundation scholarship program and a Fulbright Grant to 
study 18th century domestic architecture in Senegal. He 
is doctoral student at the University of Chicago. 


Terry Hoffman, AIA has joined the Orlando office of 
VOA Associates Inc. as director of health care within the 
facilities planning department. Hoffman is the former 
chair of AIA Chicago's Architecture for Health Committee. 


Construction of a new 65,000-square-foot corporate 
headquarters designed by Otis Associates Inc. (OAI) 


THE MORTAR NET 


Absolutely eliminates weep hole blockage due to mortar droppings 


Phillips Swager Associates has added Brett Pudik, AIA 
and interns Terry Adams and Jeff Jeno to its staff. 


OWP&P has announced the following promotions: 
Bruce Ream, AIA to the firm's board of directors; Larry 
Oppenheimer, AIA and Gary Wendt, AIA to senior 
principal; John Syvertsen, AIA, Andy Mendelson, 
AIA, Ron Piotrowski, AIA and Mike Stein, AlA to 
principal; Angie Lee-Faisang, AIA, Chris Liakakos, 
AIA and Carlo Salvador, AHA to associate principal. 


Assures a successful flashing/weep hole system* 


The Chicago Committee on High-Rise Buildings has 
elected the following officers: Duane Sohl, AIA, chair; 
Richard Fencl, AlA, vice-chair; Allen Shiner, secretary; 
and Les Strull, treasurer. The Chicago Committee on 
High-rise Buildings meets to discuss the issues of 000 
advanced building technologies with particular emphasis — : = ڪڪ‎ 

А " The Mortar Net™ holding mortar droppings from a 5' high test wall. 
on high-rise construction throughout 


the world. 


* Weep holes stay open-Mortar Net collects 


Brandon Sprague, an associate member of AIA “m. 


Chicago, has joined Florian Architects. Sprague, formerly 
vith Holmes Sabatine of Las Vegas, has experience in the 
design of entertainment and retail facilities. 


NEW PROJECTS 


Basil Associates Inc. Architects/Planners has 
started construction work for the Niles Park District 
Recreation and Administrative Center, 6676 Howard St. The 
Park District currently runs programs from several separate 


* Fast, easy installation-requires no fasteners or 
adhesives, no special skills or tools 

* 5' long sections in four nominal sizes: 
10” high x 1”, 0.8” and 0.4” thick 
16” high x 1” thick 


FOR TECHNICAL DATA AND A FREE SAMPLE KIT 
CALL 1-800-664-6638 
TO ORDER THE MORTAR NET™ CALL SEALANT ENGINEERING 
ASSOCIATES AT 708/860-7878. 


* When properly installed. 
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for the Indeck Corp., a Fortune 500 company specializing 
in power plant services, began in April in Buffalo Grove. 
Addressing unigue challenges posed by a triangular site 
at the intersection of Route 83 and Buffalo Grove Road, 
OAI designed a triangular-shaped building that allows 
the site to accommodate a 220-car parking lot and 
drive-through teller lanes for an on-site branch of 
American Enterprise Bank. Work by Trapani 
Construction Company is due to be completed in 
February 1997. 


Perkins & Will has been selected to perform master 
planning studies for UCLAS new Center for Health 
Sciences and the UCLA/Santa Monica campuses. Ralph 
Johnson, FAIA, Jean Mah, AIA, and John Nunemaker, 
AIA are leading a team which also includes the firms of 
Kohn Pedersen Fox Associates of New York and Lee, 
Burkhart, Liu Inc. of Santa Monica. The studies will 
develop a master site plan, building massing models, 
and a phasing plan for a new academic medical 
complex at the university as well as the recently 
acquired Santa Monica Hospital facility. Associated 


PROJECT CONTROL INC. 


A Professional Service Organization 
Established in 1974 


PROJECT/CONSTRUCTION 
MANAGEMENT 


Project Delivery Management 
Construction Management 
Cost Estimating 

CPM Scheduling 

On-Site Management 


PROFESSIONAL 
CONSULTING 


Feasibility Studies 
Loan Management 
Property Inspections 
Litigation Support 
Maintenance Reports 


PROJECT CONTROL INC. 


411 South Wells Street, Suite 902 
Chicago, Illinois 60607 


Tel: 312/922-5151 
Fax: 312/922-6858 


Goldberg Downey Architects Inc. 


issues will include future models for clinical care, physi- 
cian network planning, information systems, medical 
education, research, site evaluation and financial models. 


AWARDS 


The architecture school at the University of 
Illinois at Chicago has been awarded a $20,000 grant 
from the Graham Foundation for Advanced Studies in the 


A cross-section of a Lake Forest 
mansion designed by Goldberg 
Downey Architects Inc. 


Children’s Memorial Institute for Education and 

Research; Hammond Beeby & Babka holds top 
honors for “Rehab Construction” for the rehabilitation of 
the Fourth Presbyterian Church; and Frega Associates 
received an award for “Construction Under $5 Million” 
for the Williams Science Center Addition at Chicago State 
University. Other AIA Chicago members who received 
Awards of Recognition include: Eckenhoff Saunders 
Architects Inc. in the “New Construction” category; 
VOA Associates Inc. and Daniel P. Coffey & 
Associates Ltd. in the “Rehab Construction” category; 


Fine Arts. According to Ken Schroeder, the architecture 

school's acting director, the grant will help underwrite the 
1996-1997 Jens Jensen Visiting Professorship in 
Landscape Architecture. 


In June, the Chicago Building Congress announced the 
winners of its annual Merit Awards. The following AIA 
Chicago members firms were recognized: Solomon 
Cordwell Buenz & Associates Inc. received the 
“New Construction Award” for the design of the new 


and Nagle Hartray Danker Kagan McKay in the 
“Construction Under $5 Million” category. 


AIA Chicago associate member Paul Sterner of 


of the Building-Integrated Photovoltaics Design 
Competition. The competition was sponsored by the 
National Renewable Energy Laboratory through support 
from the U.S. Department of Energy Office of Building 
Technologies in cooperation with Architecture magazine, 
Cooper-Hewitt National Design Museum, and the 


OPTION 1 


Temporary placement - CFA s total billing rate averages $15 to $45 per hour for 
entry to senior level staff. This price combines a fair market value for the temp’s service 
(architects compensation) and fair market value for our service (CFA fixed fee) Our 
service includes recruiting, candidate interviewing, reference checking, and credit (cash flow 
financing) on weekly payroll. Also, our accounting department administers project time 
records, invoicing, accounts payable and collection. This allows for risk-free, flexible, 
project-based staffing on an as-needed basis only. 


Consulting For Architects, Inc. Placement Services 


The Merchandise Mart, Suite 1049A, Chicago IL 60654 
(312) 822-0338 Fax 822-0342 


“The leader in architectural recruiting and staffing” 


OPTION 2 


Technical Placement - CFA will place a computer expert specializing in CAD and 
experienced with A/E/C installations to solve a variety of your office automation needs. 
CFA s total billing rate averages $50 - $150/hr. These skilled technicians can develop budgets 
& specifications, install, administer & trouble shoot Networks, PCs, or MACs, install CAD 
stations & software, train staff, provide DOS/SUN/UNIX/NOVELL/ WINDOWS pro- 
gramming solutions, support IS or MIS, develop CAD standards and layering guidelines, 
provide telephone support, data integration, plotting, drawing conversion and more. Ar no 


additional charge we evaluate your needs and assign a consultant to complete your project. 


Consulting For Architects, Inc. Placement Services 
The Merchandise Mart, Suite 1049A, Chicago IL 60654 
(312) 822-0338 Fax 822-0342 


“The leader in architectural recruiting and staffing” 
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Smithsonian Institute and was organized by the AIA 
research department. The goal of the competition was to 


generate forward- 
feasible approach 


ooking, provocative, and technically 
es for integrating photovoltaics into 


buildings. The challenge was to design a Visitors’ Sports 


Pavilion to be bui 
solution includes 


t in Washington, D.C. Sterners winning 
an open plaza comprised of a 
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segmented running track, a kinetic sun tower demon- 
strating photovoltaics in action, and super-size television 
screen broadcasting sporting events along with 
photovoltaics information. 


CALLS FOR ENTRY 


Northwest Teleproductions of Minneapolis is looking for 
home remodeling projects for a new television series 
called “Before & After.” The series of half-hour 
weekly episodes will be broadcast in spring 1997 on the 
Home and Garden channel (HGTV) which is currently 
shown on more than 500 cable television systems in the 
U.S. and Canada and has a viewership of 15 million 
homes. The production company is looking for projects 
to feature in the short opening segment of each episode 
during which three to five “residential transformations” 
will be described by the host. For submission criteria, 
call Joan Pomaranc, AIA Chicago's program director, at 
312/670-7770 or Dana Ritter of Northwest 
Teleproductions at 612/835-6450. 


Alumni of the University of Illinois at Chicago School of 
Architecture are invited to submit work to be included in 
“Anything & Architecture,” an exhibit celebrating 
the various design and artistic talents beneath the profes- 
sional veneer of the working architect. All mediums will 
be accepted with the format limited to 6” x 6”, two- 
dimensional and 6"x 6" x 6”, three-dimensional work. 
Submissions must be received by September 1, framed 
and ready for installation. The exhibit will run from 
September 30 through October 26 at Gallery 400 on the 


— ---.trec 


INC. 


ARCHITECTURAL METALWORK 


CUSTOM 
ARCHITECTURE | 
INTERIOR) 
[FURNITURE] 
mo B 
METAL 


FREE Portfolio 
Call 312.733.1234 


to receive our portfolio and 
see for yourself what we 
could do for your custom 
metal fabrication needs. 


500 West Cermak Rd. Box 25 Suite 815 Chicago, Illinois 60616 
Tel:312733:1234 Fax: 312.733.1207 E-mail: crostree@wwa.com 


1986 


Solomon Cordwell Buenz & Associates’ 
award-winning building for the Children's 
Memorial Institute for Research 


UIC campus. For more information, call Sally Levine at 
312/472-6747. 


PROFESSIONAL DEVELOPMENT 


The Association for Project Managers and the National 
Society of Professional Engineers are offering 
“Developing Project Managers for the 21st 
Century.” August 6 through 8 at Northwestern 
University in Evanston. Participants can receive self- 
reported AIA/CES learning units for attending. For costs 
and registration information, call 312/664-2300. 


Oakton Community College offers a series of courses as 
part of its Construction Management Program. 
Courses are designed to augment and update the skills of 
working professionals in the construction and architec- 
ture industries. Courses include: Blueprint Reading for 
the Building Trades; Construction Bidding, Contracts and 
Liability; Construction Supervision and Safety, and 
Construction Cost Estimating. Registration begins in 
August. For information, call Les Jacobs, chair of the 
Construction Management Program, at 847/635-1851. 
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A three-hour radon awareness workshop for archi- 
tects is being held from 9:00 a.m. to 12:00 noon, 
Wednesday, August 28 at the Ralph Metcalf Building, 77 
W. Jackson Blvd. The seminar was developed by the 
University of Illinois at Chicago with a grant from the 
Illinois Department of Nuclear Safety and is co-sponsored 
by AIA Northeast Illinois and the U.S. Environmental 
Protection Agency. Participants earn at least six AIA/CES 
learning units and receive a comprehensive manual. The 
registration fee is $15 in advance; $20 at the door. For 
more information, call Ric Diehl, AIA at 708/574-3118. 


The Law Offices of Cooke & Whitcomb 
TIMOTHY P. MORGAN, ESQ, AIA OF COUNSEL 


Twenty years experience as a practicing architect. 


A Business Transactional Practice. Contracts. Strategies. Financing. 
Commercial & Residential Real Estate. Construction. Arbitration. Litigation. 


360 N. Michigan Ave. 
Suite 1116 
Chicago, Illinois 60601 


TLPH (312) 444-9002 
FAX (312) 444-9007 
E-MAIL: Garycooke2 @aol.com 


Land Surveying Services 


Zarko Sekerez & Associates 


Land Surveying * Civil Engineering * Land Planning 


Serving Architects Since 1964 


111 West Washington, Suite 940 e Chicago, Illinois 60602 
(312)726-1313 » Fax 236-9506 


Hedrich Blessing 


The Brandes House in 
Issaguah, WA was 
designed by Frank 
Lloyd Wright in 1952. 


ШЙ SE 
ii 
iun rcd ` Bees September 25 through 29, architects, historians, preser- 
TEC vationists and other Wright enthusiasts will meet in 
Seattle for the Frank Lloyd Wright Building 
Conservancy's Annual Conference. The conference 
serves as both a communication forum and a fund- 


S raiser for the Conservancy, whose mission is to 

= preserve all remaining Wright structures. The keynote 

É speaker for the conference is Dr. Neil Levine, Gleason 
The National Council of Architectural Registration Boards The Illinois Chapter of the American Society of Heating, Professor d F ine Arts at Ha vard University and author 
(NCARB) has completed an extensive revision of Refrigerating, and Air-Conditioning Engineers has of the definitive book Шш Architecture of Frank Lloyd 
Architect Overseas Practice Standards. As the published the HVAC/Refrigeration Product Directory. Wright. Other speakers nel ^ AIA Go d Medal bd 
fourth edition, this publication offers information on 57 The new directory can help designers, consulting engi- lent Arthur Erickson; Dr. Jef rey Ochsner, FAIA; and Tom 
countries in a question-and-answer format, including neers, specifiers and contractors locate more than 200 Beeby, FAIA. Cost of full registration is $350 and 
legal and technical requirements for architectural practice. products. Copies of the Product Directory may be includes lectures, tours, lunches and dinner al a Frank 
To purchase a copy of the Architect Overseas Practice purchased for $7. To order, contact the Illinois Chapter Lloyd Wright home. For a complete information packet, 
Standards, send a check or money order for $50 to ASHRAE, P.O. Box 428020, Evergreen Park, IL 60805- contact The Frank Lloyd Wright Building Conservancy, 
NCARB, Overseas Practice Standards, 1735 New York 8020; 708/636-5819. 312/663-1786 (phone); 312/663-1683 (fax); 
Ave., NW, Suite 700, Washington, D.C. 20006. Or, to Прими зоро РУУ (web site). 


order by phone with a credit card, call 202/783-6500. 


Position Available Sabo & Zahn 


Attorneys at Law 
Werner Sabo, AIA James Zahn, AIA 


Copyrights for architectural works 


Architectural design firm seeking 
project manager to coordinate staff, 
production, construction administration 
on new construction and renovation 
projects. Minimum 5 years experience, 
licensed architect. 


litigation, arbitration, contracts, real estate 
construction attorneys 


Fax resume and salary requirements to: 


Hartshorne/Plunkard, Ltd. 
312-664-7120 


444 N. Michigan, Suite 3560 (312) 644-2010 
Chicago, IL 60611 fax: (312) 644-2012 


Check out our WEB Page at http://www.webcom.com/-sabozahn 


Botti Studio OPTION 3 


of Architectural Arts, Inc. Permanent placement - No matter what experience or salary, CFA 
919 Grove St., Evanston. IL 60201 charges a fixed fee of $3,650 if you hire our candidate. CFA does 
9-59 * Fax 0-599 o 
847/869-3933 * Fax 847/869-5996 h b d Pd did 1 | | 
MN not charge based on a percentage of the candidate's annual salary. 
When we do the same amount of work, why should a candidate's salary 
level result in higher fees to you? 


VATERS Consulting For Architects, Inc. Placement Services 
, 8 The Merchandise Mart, Suite 1049A, Chicago IL 60654 
Ek, (312) 822-0338 Fax 822-0342 
Studios: San Diego * Chicago • Sarasota v^ "The leader in architectural recruiting and staffing" 


619/753-0705 * 708/869-5933 ° 941/951-0978 
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© Government Affairs Committee. Monthly meetin 
12:00 noon; AIA Chicago. 


Historic Resources Committee. Monthly meeting. 5:30 
p © 


Eos 


с REN. 


> 


ducation Committee. Monthly meeting. 5:30 p.m.; AIA 


Ё 


Ə: 
Chicago. 


E 


form on page 3. 


ing. 12:00 noon; AIA Chicago. 


Architecture for Health Committee. Healing © 


anning and Urban Affairs Committee. Monthly meet- 


nvironments. 5:30 p.m.; AIA Chicago. RSVP u 


a 


ing 


a 


m.; AIA Chicago. 


AIA. Submissions due for Gold Medal Award. 
Information: 202/626-7300. 


ommittee on the Environment. Business meeting. 
00 p.m. In Pursuit of Sustainability. 5:30 p.m.; AIA 


C 
5i 
Chicago. Information: Carol McLaughlin Schlensker, 
A 


A; 312/408-1661. RSVP using form on page 3. 


ARCHITEMPS, INC. 


ARCHITEMPS, INC.” -- the Architectural & 


Interior Design staffing specialists, serving 


greater metropolitan Chicago since 1986. 


Quality staffing, service and solutions: 
m Design/ Production Drafters 

m Facility Planners 

m CAD Architects / Interior Designers 

m Project Managers 


Architectural, interior design and facility 
planning personnel on a per-project basis. 
Customized employee leasing and 
permanent conversion available. 


A. Intent to Enter due for Honor Awards for €» 
Architecture. Information: 202/626-7300. 


August 


Construction Industry Affairs Committee. Monthly 
meeting. 8:30 a.m.; AIA Chicago. 


AIA Chicago Lecture Series. Urbs in Horto: The 
Cultural Creation of the Natural World. 5:30 p.m.; 


floor theater). 


Chicago Cultural Center, 78 E. Washington St. (second 


p.m.; AIA Chicago. 


nterior Architecture Committee. Monthly meeting. 5:30 


AIA Chicago and the Chicago Architecture Foundation. 
Children's Workshop: Ingenious Solutions for Living 


In. 10:00 to 11:30 a.m.; 224 S. Michigan Ave. 
Information: 312/922-3432. 


Real Estate Committee. Developer Olympics: Project 
and Construction Management; 6:00 p.m. RSVP using 


form on page 3. 


Call today for more information 
or a personal consultation. 


ARCHITEMPS, INC." 
1050 North State Street 
Chicago, Illinois 60610.1043 


Tel: 312.649.0912 
Fax: 312.649.1667 


INSURANCE SPECIALISTS FOR 
Architects ə Engineers e Land Surveyors 


AVA Insurance Agency, Inc. 


Serving You 


Since 
1979 


* Professional Liability 
ə Commercial 


* Special Programs 
e Group Health 


One Tower Lane, Suite 1440, Oakbrook Terrace, IL 60181 


(708) 571-4500 Fax (708) 571-4518 E-Mail: INFO O AVAINS.COM 


AUGUST 1896 


DO YOU NEED 
INFORMATION OR 
ASSISTANCE ON ANY 
OF THE 
FOLLOWING? 
Ornamental Plaster 
Interior Gypsum Plaster 
Portland Cement Plaster 
Spray Fireproofing 
Gunite Rock Work 
Veneer Plaster 
Stucco Work 
Scagliola 
E.I.F.S. 
Sgraffito 
Cast Plaster 
Racquetball Courts 
Hydronic Heat in Plaster 
Electric Heat in Plaster 
Just give us a call. 


We will be happy 
to serve you. 


CHICAGO 
PLASTERING 
INSTITUTE 


6547 N. AVONDALE AVE. 
CHICAGO, IL 60631 
Phone (312) 774-4500 


“Last Friday the job market got more 
competitive. Twelve of your friends learned 


CAD D at The CFA/CADD TRAINING CENTER. " 


Now it's your turn to catch up.” 


Why Consulting for Architects, Inc. for CADD? 


e AlA/CES Pilot Provider: Our program meets 
AIA/CES Quality Level 3 criteria. Participants earn 60 WW 
LU's (learning units) for each 20-hour course. NE E 


Multiple Softwares Taught: State licensed courses 3D Studio 
in Autodesk's AutoCAD“, Intergraph MicroStation PCS .. 
hers. А 
and many шев Auto Architect 
Flexible Schedule: Morning, afternoon and evening DOS 


sessions at our classroom facility or at your office by the hour. AutoCAD lee 


Minimized Down Time: Every week, intensive 
20-hour, 1-week courses; Construction documentation 
and design; 2D & 3D. (basic, intermediate and advanced.) 


Small Class Size: Taught by state licensed A/E/C instructors for 
design professionals; limit 6 students per class in high-quality 
learning environment. 


Three Months Free: Each class includes practice time in our 
computer lab; Prepare a project for your portfolio. 


Custom Training: We teach your staff our curriculum, 
or train them, by the hour, on your projects. Curriculum developed with: 


The Boston Society 
Other Services: Job Placement; Service Bureau; CADD of Architects 
hardware and software consultation and rental. YK 


VISA, MasterCard & Discover accepted. Payment plan available. Discount for unemployed professionals. 


Call The CFA/CADD TRAINING CENTER ™ 
at 800-723-8882 to reserve your classes. 


We are a private school licensed by The New York State Education Department 


Convenient Downtown Convenient Midtown New Convenient 

Boston location: New York City location: Downtown Chicago location: 
52 Broad Street 236 Fifth Avenue We are situated next to AIA Chicago 
2nd Floor 9th Floor 222 Merchandise Mart Plaza 

Boston, MA 02109 New York, NY 10011 Suite 1049A 

tel (617) 261-0096 tel (212) 532-2708 Chicago, Illinois, 60654 

fax (617) 261-0098 fax (212) 696-9128 tel (312) 822-0338 


fax (312) 822-0342 
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Monrrısurıons 


For information on donating to the 
Foundation, which supports research 
and promotional projects regarding 
the profession, call Kay Offerman at 
312/337-3344. 


Donors 

AVA Insurance Agency 
Anthony Belluschi, AIA 
Gaines Hall, FAIA 
Eckenhoff Saunders Inc. 
Pappageorge/Haymes Ltd. 
Premisys Corp. 

Linda Searl, FAIA 
James Stevenson, AIA 
Blair Gruman 

Wesley Wieting, AIA 


Contributors 
Zalman Alper, AIA 

John Alschuler, AIA 
Theodore Amberg, AIA 
Lieselotte Anke, AIA 
Joseph Antunovich, AIA 
Raffi Arzoumanian, AIA 
Jerome Aulisio, AIA 
Daniel Baigelman, AIA 
Lenore Weiss Baigelman, AIA 
Adolph Benages, AIA 
Gary Berkovich, AIA 
James Bicak, AIA 

Henry Bills IV, AIA 
Thomas Black, AIA 

J. Thomas Blount, AIA 
Wilhelm Borntraeger, AIA 
Teddy Boys 

Gustaaf Brest van Kempen, AIA 
David Brininstool, AIA 
Steven Burns, AIA 
Jerome Butler, FAIA 
Stephen Cashman, AIA 
Zbigniew Cianciara, AIA 
P. J. Clark, AIA 

Bill Collins 

Richard Cook, FAIA 
Thomas Cooke, AIA 

Gary Cooper, AIA 

George Danforth, FAIA 
David Dankert, AIA 
George Darrell, AIA 
Robert Dawson, AIA 
Edward Deam, AIA 

Ellen Bailey Dickson, AIA 


AIA Chicago Foundation 


Sheldon Dobrin, AIA 
Roger Dunn 

Kristine Fallon, FAIA 
Alexander Faurot, AIA 
Douglas Farr, AIA 

Curt Finfrock, AIA 
Jonathan Fischel, AIA 
John Frega, AIA 

Robert Fugman, AIA 
Nicholas Georgiou, AIA 
Holly Gerberding, AIA 
Kenneth Giere, AIA 
James Gimpel, AIA 
John Hagenah, AIA 
Kevin Hall, AIA 

Jane Hansen, AIA 

Paul Harding, AIA 

Karl Heitman, AIA 
Frank Heitzman, AIA 
Scott Hezner, AIA 

Kurt Hezner, AIA 

John Holcomb, AIA 
Jesse Horvath, AIA 
Michael Houlahan 
David Hovey, FAIA 
Harry Hunderman, FAIA 
Jerome Jones, AIA 
Enrique Juarez 

Joan Kaiser 

Judy Karlov 

Kenneth Kellermeyer, AIA 
John Kevil, Jr., AIA 
Jacob Kiferbaum, AIA 
Jennifer Kingsbury 

Carl Klimek, AIA 

Roy Kruse, AIA 

Victor Kuchler, AIA 
Peter Landon, AIA 

Alan Larson, AIA 

Jay Leavitt, AIA 

Frank Christopher Lee, AIA 
Richard Lenke, AIA 
Karen Eltz Lovette, AIA 
Adrian Lozano, AIA 
Eva Maddox 

Wojciech Madeyski, AIA 
Roy Makela, AIA 
Edward Matthei, FAIA 
Grant McCullagh, FAIA 
Christopher Mekus, AIA 
Henry Mikolajezyk, AIA 
Michael Miller, AIA 
Akihiro Mishima, AIA 
Harry Morgan, AIA 
Tim Morgan, AIA 


Frederic Moyer, AIA 
Takao Nakashima, AIA 
John Nelson, AIA 
Walter Netsch, Jr., FAIA 
Mark Nichols, AIA 
Nicholas Nowicki, Jr., AIA 
Donald Ohlson, AIA 
Harold Olin, FAIA 

Leif Olsen, Jr. AIA 
Ronald Olson, AIA 

Ade Onayemi, AIA 
Raymond Ovresat, FAIA 
Thomas Pado, AIA 
Michael Pado, AIA 

S. Neil Peck 

Michael Petersen 
Frederick Phillips & Associates 
Peter Pomnitz, AIA 
Thomas Prairie, AIA 
Richard Reinke, AIA 
Healy Rice, AIA 

Ronald Ringman, AIA 
Louis Rocah, AIA 
Steven Rugo, AIA 
Arthur Salzman, AIA 
Stephen Saunders, AIA 
John Schmidt, AIA 
Alice Schuler, AIA 
Stuart Shayman, AIA 
Daniel Sih, AIA 

Michael Sobel 

Walter Sobel, FAIA 
Richard Solomon, FAIA 
Sal Sottile, AIA 

Richard Stevenson 
Donald Stillwaugh, AIA 
Mark Sugihara, AIA 
Kevin Thomas Sullivan, AIA 
Cheryl Talac, AIA 

Paul Thomas III, AIA 
Gregory Thomas, AIA 
Calvin Tobin, FAIA 
John Tomassi, FAIA 

Kip Townsend, AIA 
Anastasios Tsakiridis, AIA 
Edward Uhlir, FAIA 
Marvin Ullman, AIA 
Linda Wachter-Puetz 
Ernest Wagner, Jr., AIA 
Geoffrey Walters, AIA 
Frederick Wilson, AIA 
William Worn, AIA 
Joseph Yohanan, AIA 
Michael Youngman, AIA 


ATA Chicago 


A Chapter of The 

American Institute of Architects 
222 Merchandise Mart Plaza 
Suite 1049 

Chicago, Illinois 60654 


Second Class 
Postage Paid 


at Chicago, IL 


